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3f. When practicable the water level, from November 1st, to April 30,
shall be held three feet above that level which is the normal high-water
level for the period from May 1st, to October 30.
3g. An open walk-way for the purpose of inspections and oiling with
hand sprays, shall be cleared and maintained along at least one bank of
each creek, branch and bight, from the property line down to a point
which can be reached by an oil spray-boat operating from the lake.
3h. All depressions which will be filled with water from the reservoir,
its branches, bights, and indentations at time of maximum water level,
in which water will be retained at lower stages of the water level, thus
forming separate pools, shall be connected with the normal body of the
reservoir, or any of its branches, bights or indentations, with a ditch
which will permit complete drainage, or shall be controlled by the regular,
periodic use of approved larvacides as permitted and directed by the
Executive Committee of the State Board of Health.
Sec. 4. A preliminary permit for the impounding of water having
been granted by the Executive Committee of the State Board of Health,
and construction work on the project begun, a representative of the State
Board of Health shall make inspections of the project from time to time
and as requested by the permit holder, and the State Board of Health
shall approve in writing of that portion of the work as is outlined in
Section 3 of the Regulations which has been satisfactorily completed. As
the said representative of the State Board of Health determines that the
preliminary permit holder is complying with the provisions of Sub-Section
3b of these Regulations and as it shall appear that the preliminary permit
holder has complied with the provisions of Sub-Section 3c of these Regula-
tions the permit holder may thereupon proceed gradually as authorized
by written approval from the Executive Committee of the State Board of
Health, with the impounding of water to a level specified by said represen-
tative of the State Board of Health, and, when it shall appear that the
permit holder has complied with the provisions of Sub-Section 3a, 3b, 3c
and 3d of these Regulations to the satisfaction of the Executive Com-
mittee of the State Board of Health, said State Board of Health shall
certify such fact to the permit holder in writing and the permit holler
may thereupon proceed with the impounding of water to maximum
high-water level.
Sec. 5. The Executive Committee of the State Board of Health shall
thereupon issue a final. permit for the maintenance of an impounding
project by said applicant, the validity of such permit being contingent
upon the observance of Sub-Section 3d, 3e, 3f, 3g and 3h and the following:
5a. During the mosquito breeding season the permit holder shall reg-
ularly and frequently remove all floatage and floating debris in the
reservoir, its branches, bights and indentations which are producing
mosquitoes, and shall during mosquito breeding season satisfactorily
apply -such larvacides as are approved, and in the manner directed by the
Executive Committee of the State Board of Health to all Anopheles
breeding areas of the reservoir or parts of the impounded waters.
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